ST.   PAUL'S   CATHEDRAL,   WORCESTER,  MASS. 
St.    Paul's    Cathedral    is    the    spiritual    center    of  the 
Diocese    of   Worcester,    established    in    the    Holy  Year, 
1950,  to  serve  Worcester  County  in  Central  Massachu- 
setts. 
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